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MINISTRY OF IRRIGATION AND POWER 

NOTIFICATIONS 
New Delhi, the 13th February 1970 

G.S.R.234.—In exercise of the powers conferred by the prqvlso to article 309 
of the Constitution, the President hereby niakes tire following rules further to 
amend the Central Water Engineering (Class I) Service Rules, I960, namely: — 

1. (i) These rules may be called the Central Water Engineering (Class I) 
Service (Amendment) Rules, 1970. 

(ii) They shall come into force on the dale of their publication in the Official 
Gazette. 

2. In Schedule II to the Central Water Engineering (Class I) Service Rules, 
1965, after paragraph 10, the following paragraph shall be inserted, namely:—- 

“11. Candidates are expected to be familiar with the metric system of 
weights and measures. In the question papers, wherever necessary, 
questions involving the use of metric system of weights and measures 
may be set. 

Note.- -Candidates will be supplied with tables in metric units compiled 
and published by the Indian Standards Institution in the examination 
hall for reference purpose, wherever considered necessary.” 

[No. 24/70-F. 39/6/70-Aclm.I.] 
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G.8.R. 235.—In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules further to 
amend the Central Power Engineering (Class I) Service Rules, 1965, namely;— 

1. (i) These rules may be called the Central Power Engineering (Class 1) 
Service (Amendment) R.ules, 1970, 

(ii) They shall come into force on the date of their publication in the Official 
Gazette. 

2, In Schedule II to the Central Power Engineering (Class I) Service Rules, 
1965, after paragraph 9, the following paragraph shall :be inserted, namely;— 

"10. Candidates are expected to be familiar with the metric system of 
weights and measures. In the question papers, wherever necessary, 
questions involving the use of metric system of weights and measures 
may be set. 

Note,— Candidates will be supplied with tables in metric units compiled 
and published by the Indian Standards Institution in the examination 
hall for reference purpose, wherever considered necessary.” 

[No. 23/70-F. 39/6/70-Adm.I.] 
K. G. R. IYER, Jt. Secy. 
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